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EXPERIMENTAL SCIKNCK--AI'I'KXIHX,
In Fig. 87 is shown a simple device for dark ground illumination. Although it does not take the place of the para-bolic illuminator, or the spot lens, for objectives of low angle. it. answers an excellent purpose. To a metallic slide, A, having a central aperture surrounded by a collar, in fitted a funnel, B, of bright tin or nickel plated metal, which is pro* vided with a downwardly projecting axially arranged wire upon which is placed a wooden button capable of sliding up or down on the wire, the button being of sufficient size to prevent the passage of direct light to the objective. The light by which the illumination is effected passes the button, and striking the walls of the conical reflector, is thrown on the object.
SIMPLE APPARATUS FOR UATHKKINC AXP  KXAUINlMi MICROSCOPIC  OIIJKCTS.
One of the difficulties experienced by the Iwginnet In microscopy is the finding and gathering of object* for examination. As a rule, cumbersome apparatus has tern
. as.
Gathering
The conventional apparatus consists of a stuff to which are fitted a knife, a spoon, a hook, and a net ; but it great deal on be accomplished with far less apparatus than this,
The engraving illustrates a simple device by mean* of which the amateur microscopist can supply himself with usgement of the fish for this purpose has been rendered comparatively simple and easy,
